iJcvoabor  25,  1965 


ftr.  J.B.  Curry  ; 

Chief  of  loliuo  ’ * 

Subject:  Jack  loon  kuby' 


Sir:  , ' “■  1 1 ' ■ ■ - ■ ■ ■ ■ 

.On  kovccber  21,  1965  at  approximately  12,  Soon. I,  along 
with  Officers  V.D.  konaghea,  2.0.  "rotEan,  ' D.2.  • Goer,  aid 
Arnold,  was  in  assistant  District  Attorney  Bon  Filin' 
office,  which  in  on  the  oixth  floor  of  the  Aeccrdu  Building. 

2he  window  in  thin  office  faces  iiacord  Street,  with  a view  . 
of  both  Elm  and  Main  Stroeta. 

1'ho  above  captioned  Subject  cauo  into  the  office  while  we 
wore  there  and  paused  out  nose  advertisement  cards  con- 
cerning a stripper  known  ao  "Jada. " To  ay  knowledge  subject 
did  not  stand  at  the  window,  nor  did  he  pause  any  length 
of  tine'  at  the  window. 

Ao  Subject  wao  leaving  the  office,  assistant  District  Attorneys 
Ben  Ellis  and  Don  Btodghill  entered . Subject  introduced  Sin- 
ce! f to  Ben  Kills  and  told  i-ir.  Ellis,  ’’You  probably  don't 
know  ne  now,  but  you  will."  . 


Eoupeotfully  submitted, 


rt.EV  Dyaon  . 
Lieutenant  of  Police 


